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Feb. 1 0, £014 a locused inspection on 3.70 (a), 3.76 (b) and 3 77 folio wing the 2-S-14 irtspection, 

3.76 (a) 

- A njffed lemur is being housed in the main room of Ihe barn, ■with a capuchin housed in a small adjoining room and 
both had heaters added te encldsure area. 


3.76 (C) 

’ Lighting has been added to enclosure area, 

3.77 

- Added additional healing to all S primate enclosures by adding heat lamps or heaters. 


Fncuaed inspeelifin and e:(it interview donducted with Fadlit/ representaiiva. 
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(b)(e), (b)(7)(c) 
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